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SARS-CoV-2 is a Virus, a very small particle. In aerosol form it is likely capable of floating and 
lingering in the air but at some height. It is probably engineered to stay about the height 
and invade cells with characteristics of a Wuhan Chinese adult. 

It is unlikely to have come from an animal because for Virus transmissibility the animal has 
to be consumed raw. However, in Chinese cooking meat is usually eaten fully cook. If the 
animal handler contracted the Virus through cutting the carcass, it is expected that there 
are many more animals of the same species and group that can be found with the same 
conditions and not just one. Oran individual has performed inhalation, skin absorption, 
ingestion or injection and is the first spreader and eventually the first death. 

The highly efficient transmittable pathway is through direct inhaling of this particle. The 
other pathway is slower by skin absorption from exposed skin surfaces. 

The Virus is small enough to easily travel and maneuver down the vessel in the lung to the 
Alveoli. 

Some countries are more efficient in the transmission while surprisingly some are not 
efficient. 

When disinfecting is conducting using liquid disinfectant or mist disinfectant the size of 
these liquid particles is several thousand times larger than the Virus. The Virus particle is so 
small that smoke particle is closer in size. If an individual breath in the Virus particle and the 
disinfectant particle, it is likely the disinfectant particle will not be breath in but the Virus 
will. If an individual breath in the smoke particle and the Virus particle, both will be breath 
in. The smoke particle when in contact with the Virus particle will likely render the Virus 
particle ineffective because the smoke particle is warm or hot and is toxic to the Virus, 
which prefers a clinical environment. 

In Indonesia in Southeast Asia, surprisingly for this country, which is known to be not very 
well developed as compare to the highly developed nations in advanced medical care, but 
the number of cases of contraction is very low to almost zero. This is because Indonesia is 
known to be the Country of Haze. They burn large amount of rainforest and peatlands and 
the smoke envelopes the land and lingers at low height all year round. This smoke is 
probably the saving grace that renders the Virus ineffective. 

In countries, for example. South Korea and Singapore large number of worshippers in 
Churches are infected and sometime by a single carrier. This is because worshippers in 
these churches usually stand and participate in verbal interaction with the stage and 
sometime shouting. These cause them to inhale the Virus in bulk. 

In Chinese and Buddhist temples, there is so far no cases. This is because in Chinese and 
Buddhist temples incense and praying papers are burnt continuously and these create 
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smoke that lingers in the air at low height, and this smoke likely renders the Virus 
ineffective. 

In Mosque, Hindu and some other temples, worshippers usually sit on the floor. This is 
below the height of the lingering Virus in the air. 

It is more effective to create low height smoke for example, using fire safe method to burn 
paper-based or wood-based material to create thicker smoke to counter the Virus particles. 
This smoke will likely breakdown the protective lipid coating of the Virus. Also, overdosage 
of breathing in smoke may be harmful. And such paper-based smoke is likely to linger at low 
height for a while before being carried by the wind. 

Smoke contains acid that is also a disinfectant. It can be used to sterilize to some extend the 
air space. If liquid-based disinfectant is used, it is likely to make everything wet, which if not 
subsequently completely dried will attract bacteria. Cigarette smoke is another form of 
smoke but it contains harmful man-made chemical when inhaled which creates secondary 
health issue, it may not be effective, and cigarette smoke does not have the volume and 
cannot be sustained. 

In countries where the land is far from the sea or ocean, there is little wind to do exchange 
of air flow. So, the Virus will likely linger in the air for a while. As this smoke also lingers at 
the same height in the area it will most likely render the Virus ineffective. 
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